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The  Bureau  receives  many  requests  for  books  and  articles  on 

< • * - ’ - __  . it's.  ! 

Diesel  engines.  It  has  published  only  one  pamphlet  on  this  sub- 
ject, Commercial  Standard  CS  102E-42  "Diesel  and  Fuel  Oil  Engines 
(Export  Classifications)".  The  following  books  have  been  selected 
as  representative  of  this  rapidly  expanding  field.1  They  should 
be  on  file  at  the  larger  technical  libraries. 
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PUBLICATIONS  ON  DIESEL  ENGINES 


Diesel  Engine  Design  (Shepherd) 

John  Wiley  & Sons,  Inc.,  (New  York  City,  1935)* 


Diesel  Engines  (Anderson) 

McGraw-Hill  Book  Company,  (New  York  City,  1935). 


Diesel  Aircraft  Engines  (Wilkinson) 

P.  H.  Wilkinson  (Brooklyn,  N.  Y.,  1936). 


Elements  of  Diesel  Engineering  (Adams) 

Norman  W.  Henley  Publishing  Co.,  (New  York  City,  1937). 


Dias el  Engine  (Biggar) 

The  Macmillan  Company,  (New  York  City,  1937). 


High-Speed  Diesel  Engines  (Judge) 

Chapman  & Hall,  Ltd.,  (London,  1937). 


Cyclopedia  of  Diesel  Engineering 

American  Technical  Society,  (Chicago,  1937). 

Marine  Gas  and  Diesel  Engine  (Boebbls  and  I.  C.  S.  Staff) 

International  Textbook  Company,  (Scranton,  Pa.,  1937). 


Diesel  Engines  Simplied  (Page) 

Norman  W.  Henley  Publishing  Co.,  (New  York  City,  1938). 


American  Diesel  Engines 

Goad,  Harper  & Brothers  Publishers, 
(New  York  City,  1938). 


Internal  Combustion  Engines  (Degler) 

John  Wiley  & Sons,  Inc.,  (New  York  City,  1938). 


Diesel  Engines,  Home  Study  Course  (Morrison) 

Mesel  Publications,  Inc.,  (New  York  City,  1938). 


Diesel  Engines  (von  Bongart) 

D.  Van  Nostrand  Co.,  Inc.,  (New  York  City,  1938). 


Elements  of  Diesel  Engineering  (Adams) 

Norman  W.  Henley  Publishing  Co.,  (New  York  City,  1938). 


Handbook  on  Diesel  Engines  (Morrison) 

Diesel  Publications,  Inc.,  (New  York  City,  1938). 
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Diesel  Handbook  (Rosbloom) 

Chemical  Publishing  Co.,  Inc.,  (New  York  City,  1939). 

Diesel  and  Other  Internal  Combustion  Engines  (Degler) 
American  Technical  Society,  (Chicago,  USA,  1940). 

Diesel  Engines  and  Fuels,  TM10- 575  (War  Department, 

for  sale  by  the  Superintendent  of  Documents,  U.  S. 
Government  Printing  Office,  Washington  25?  D.  C.,  20^, 
1941). 

High-Speed  Diesel  Engines  (Heldt) 

P.  M.  Heldt,  (Nyack  9,  N.  Y.,  1943) 
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